2017-2018 Approved Positive Alternatives Grant Budget 


Organization: _ 

Medical Personnle _ 

Medical Equipment _ 

Promotional Items _ 

Office Supplies _ 

Medical and Compliance Training 
Total Expenses_ 












117,250 

103,200 

$4,800.00 

$37,350.00 

$14,100.00 

$276,700.1 









